All contracts of this company are subject to delavs caused by Strikes, Fires or other unavoidable causes. b 
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PHONES MAIN{ 4415 ? 


—— Cnrotte Electric Company 


Contractors for every description of Electrical Work and 
Crlephone Systems. 


CONTRACTS EXECUTED THROUGHOUT THE DOMINION 


OFFICE: DUKE AND PRINCESS STS. 


Doron’, March 27,1918. S94 


Sir R. A. Falconer, 
University of Torento, 
Toronto. 
ear Sir Robert, 

We have agreed to hold the meeting in connection with 
the Workers Educaticnal Asscciation on the 29th day cf April, 
(Monday). Hoping this will be suitable to you, I remain, 

James T. Gunn, 
819 Broadview Ave., 


Torontc. 


(Gerrard 228) * 
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